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CHARLES F.LVJN STONE, 581 Orchard Drive, Memphis. 
Tennessee, was interviewed at the Number Two Engine House 

t'hnT 'h S f lr ° n " P ; rtm ° 0t ' 17/1 f;,n,th Wain Street. STONE advised 
In ** ? merob f r r of lhe ^‘"Phls Fite Department, and has been 

in hs employment for the past lh.ee years. He stated that be was 
on duty at the Firehouse o n April 1, 1968, and was a witness 
to the shooting of dr. M/vl! T ! N LUTHER KING. He stated that at 
approximately 6 . 0 <r p.m. on that date, ho was In the rear locker 
run,, of the Fl,<- Dcpartnrnl . a „<l cot ? h e tack 

nn nCi H^« aC 7 >S u thf ’ Strf ' of thP wotel where DR, KING was staying 
Ho advised that DR. KING rar. standing on the balcony outside 

. , h ° tC r ?. nro ‘ nnf1 * ns talking to another individual below 

the !(' s? ny * _t T ° NE RtaU ‘ rt thM tb ° re wns another rnan standing to 
! ’ l * ht ° f DR A KIlNG ' anfl a n urn 1x5 r of other individuals located 
in the courtyard directly below the hotel room of DR, KING. • 



boinv- si f5T0N t' stated that as KING was talking to the individual 

* ?^ 0t ranp n ' J ’ ' * lnd ,)T! * K,N0 fel1 <> vp r backwards. 

STONE stated that h^ was stunned for a few seconds, and after 

realizing what had happened, ran inside to the center of the 
firehouse, and told bo I h lhe other firemen and the police 
officers that were in the firehouse at that time that DR. KING 
tad been shot. At first the officers thought that STONE was 
joking, but one of the oilier firemen catne rushing in saving the 
same thing. At that instance, all of the police officers 

an attempt to cut off the area 

STONE staled that at approximately 
the side door of the Fire Department, 



rushed out of the firehouse in 
in which the shooting occurred 
ton seconds later, he wenl out 
and proceeded towards Mulberry 
DR. KfNG's motel was located. 



•Street, the street on which 



— VlONK stated there was mass 
confusion at the hotel .'is people were running to see what had 
happened, and the only ones he saw on the street at that time 
were the police officers who wore converging on the area. STONE 
s.afod that he did not notice any while man in the area 
Immediately after the shooting nor did be notice any individual 
wearing a white hood. STONE Mat'd that after a few minutes 
bo walked to the front of the firehouse, but slated that be did 

- a »V white M ustang on front Ml reef or in that vicinity. 



1 



On 4/1 6 /G8 _ at *<on'ph 1 h . To n ( i e .« , see 



-File H 



41-1987 



SAs EDWARD M. Qb’INN 



.SHIELDS W. SMITH / EMO.jms 



— Date dictated 



ThU document contains neither recj*- . -lendwtions nor conclusion* of the FBI. It la If rooerty of the FBI and i. i. 

your agrocy; .1 and iU content. ar<C^ to be d,etrih.<*d out. i dr your agency. 







ill 






S3 



Bffi 



At*** * 

&1rpi 

mm 

m® 



TO 



mi 
iff 

fliS 











.. Si 






c 



ME 44-1987 



I 



STONE also advised that he did not notice a Mustang of 

that type near the Firehouse at any time during that day. 

* •• 

STONE stated that with him in the locker room at the 
time of the shooting were Lieutenant I/>ENNF.KE and Fireman KING, 
both members of the Fire Department, and a Negro police 
officer. Officer RICHMOND. STONE stated that all of these 
Individuals were watching the hotel room at the time DR. KING 
was shot, and all saw the actual shooting. STONE stated that 
front the sound of the shot, be thought it cane from the parking 
lot located north o| <»»*• Fire Ocpar i.m'Tl. , but that it could 
have f>oon si.Jght.ly JurUv , r north, 

STONE advised that he was uij-jhl.e to furnish any positive 
information concerning Lho individual who fired, the shot killing 
I>H. KING. 
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